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Cover photo: Hill's Pond in Menotomy Rocks Park. Credit: David Bean 


Final version: 

Approved by Massachusetts Division of Conservation Services 
Executive Office of Energy and Environmental Affairs, September 23, 2015 

Draft versions: 

Adopted by the Arlington Open Space Committee, March 26, 2015 
Adopted by the Arlington Redevelopment Board, March 30, 2015 
Presented to the Arlington Board of Selectmen, March 30, 2015 
Presented to the Arlington Town Meeting, May 6, 2015 




